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ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /015W 

040271 

R 080855Z JAN 74 
FM AMEMBASSY SINGAPORE 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9873 
AMEMBASSY BANGKOK 
AMCONSUL HONG KONG 

UNCLAS SINGAPORE 0099 

E.O. 11652: N/A 
TAGS: BEXP SN 

SUBJECT: FOREIGN GOVERNMENT TENDER - PROPOSALS FOR HOSPITAL 
EQUIPMENT SYSTEMS. 

1. GOS IS LOOKING FOR SUPPLY OF HOSPITAL INSTRUMENTATION 
OR EQUIPMENT SYSTEMS FOR THE PROPOSED SINGAPORE 
GENERAL HOSPITAL AT OUTRAM ROAD. THEY ARE: 

A. OPERATINGTHEATRE SYSTEMS INCLUDING OPERATING 
TABLES, LIGHTS, SUPPLY PENDANTS, PATIENT MONITORING, 
ANAESTHESIA SUPPLIES, AND PATIENT TRANSFER TROLLEYS. 

B. INTENSIVE CARE AND MONITORING EQUIPMENT FOR ADULT 
AND PAEDIATRIC CASES INCLUDING SURGICAL. MEDICAL, 
RESPIRATORY AND CARDIAC CARE. 

C. ARTIFICIAL KIDNEY AND RENAL DIALYSIS EQUIPMENT. 

D. RADIOTHERAPY EQUIPMENT INCLUDING EQUIPMENT FOR 
NUCLEAR MEDICINE. 

E. RADIODIAGNOSTIC EQUIPMENT INCLUDING AUTOMATED FILM 
HANDLING AND PROCESSING, ULTRASONIC AND THERMOVISION 
EQUIPMENT. 

F. LABORATORY INSTRUMENTATION INCLUDING AUTO ANALYSERS 
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AND WASHING STERILISING EQUIPMENT. 
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G. AUTOMATED HEALTH TESTING SYSTEMS. 

H. STERILISATION SYSTEMS INCLUDING EQUIPMENT FOR CENTRATW 
STERILE SUPPLIES DEPARTMENT AND THEATRE STERILAKIRSUPPLIES UNIT. 

I. KITCHEN CATERING SYSTEMS FOR FOOD PREPARATION, STORAGE 
AND DISTRIBUTION. UTENSIL WASHING AND DISCHARGE OF 
SWILL. 

J. WATER SUPPLIES INCLUDING DISTILLED, STERILE AND 
DEIONISED WATER. 

K. PIPED GAS SUPPLY. 

L. MEDICAL COMPUTER SYSTEM FOR STORING AND ANALYSING 
MEDICAL RECORDS, CALCULATING AND REPORTING ON LABORATORY 
PROCESSES, PLANNING OF HOSPITAL DIETS, ETC. 

M. HOSPITAL TELEVISION ANDMONITORING SYSTEMS. 

N. PATIENT NURSE CALL AND PAGING SYSTEMS INCLUDING INTER 
AND INTRA DEPRTMENTAL COMMUNICATION SYSTEMS. 

O. HOSPITAL LIGHTING SYSTEMS INCLUDING SPECIALISED 
LIGHTING REQUIREMENTS FOR OPERATING THEATRE, PATIENT 
EXAMINATION ROOMS. 

P. CENTRAL STENOGRAPHY AND DICTATING SYSTEMS. 

Q. PHARMACY INCLUDING MANUFACTURING SYSTEMS. 

R. PHYSIOTHERAPY EQUIPMENT AND SYSTEMS. 

S. SUPPLIES AND DISPOSAL SYSTEMS INCLUDING PNEUMATIC 
TUBES, AUTOMATED CART TRANSPORT, TELELIFTS, DUMB 
WAITERS, HOISTS AND CHUTES. 

T. MORTUARY SYSTEMS INCLUDING TABLES, BODY STORAGE. 
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U. HOSPITAL FURNITURE INCLUDING BEDS, BEDSIDE LOCKERS 
AND PATIENT TROLLEYS. 

2. PROPOSALS ARE INVITED FROM LOCAL COMPANIES, AGENTS 
OR REPRESENTATIVES OF OVERSEAS MANUFACTURERS FOR THE 
ABOVE SUPPLY. OVERSEAS MANUFACTURERS SHOULD ALSO 
INDICATE WHETHER THEY ARE REPRESENTED LOCALLY AND IF SO, 

THE NAME OF THEIR REPRESENTATIVE AND THE AVAILABILITY 
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OF ANY MAINTENANCE AND SERVICE FACILITIES. 

3. THE NEED IS FOR SPECIFICATIONS ON INTEGRATED SYSTEMS 
OF EQUIPMENT FOR WHICH PROVISION WILL HAVE TO BE MADE IN 
THE DESIGN AND SPACE ALLOCATIONS IN THE HOSPITAL PLANS 
NOW BEING DRAWN UP. THE MINISTRY WOULD ALSO LIKE TO 
STATE THAT THERE IS NO COMMITMENT TO ANY PARTICULAR 
SYSTEM AT THIS STAGE OF THE PLANNING. 

4. PROPOSALS WHICH SHOULD BE IN GENERAL TERMS. SHOULD 
INDICATE THE SPECIAL SPACE OR DESIGN REQUIREMENTS AND 
SHOULD BE ACCOMPANIED BY ILLUSTRATED BROCHURES. CATALOGS 
OR ANY LITERATURE WITH REFERENCE TO SOME OF THE MORE 
IMPORTANT HOSPITALS WHERE THE SYSTEMS HAS BEEN 
INSTALLED. AN INDICATION OF THE CURRENT PRICES. 

EX-FACTORY. TO ENABLE A COMPARISON TO BE MADE BETWEEN 
DIFFERENT SYSTEMS WOULD BE PREFERRED. 

5. PROPOSALS SHOULD BE SUBMITTED WITHIN 3 MONTHS FROM 
DECEMBER 27. 1973 TO : 

PERMANENT SECRETARY (HEALTH (/DIRECTOR OF MEDICAL SERVICES, 
MINISTRY OF HEALTH, PALMER ROAD, SINGAPORE 2. 

6. US COMPANIES THAT DO NOT HAVE LOCAL AGENTS SHOULD 
SEND DUPLICATE COPIES OF THEIR PROPOSALS TO THE AMERICAN 
EMBASSY, SINGAPORE. 

CRONK 
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